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THE OLDEST &4 WEALTHIEST EXISTING MORTGAGE INSURANCE OFFICE. 


THE LAW GUARANTEE AND TRUST 
SOCIETY, LIMITED. 

SUBSCRIBED CAPITAL - £1,000,000. PAID-UP - £100,000. 
FiogtiITy GUARANTEES OF ALL KINDS. ADMINISTRATION AND LUNACY 
BonDs. MORTGAGE, DEBENTURE, LICENSE, AND CONTINGENCY 
INSURANCE, TRUSTEESHIPS FOR DEBENTURE-HOLDERS, &C. 





HEAD OFFICE : 49, Chancery-lane, W.C. | CITY OFFICE: 56, Moorgate-street, E.C. 


IMPORTANT TO SOLICITORS 
X In Drawing LEASES or MORTGAGES of xX 
LICENSED PROPERTY 
To see that the Insurance Covenants include a policy covering the risk of 
LOSS OR FORFEITURE OF THE LICENSE. 
Suitable clauses, settled by Counsel, can be obtained on application to 
THE LICENSES INSURANCE CORPORATION AND 
GUARANTEE FUND, LIMITED, 
24, MOORGATE STREET, LONDON, E.C. 
Mortgages Guaranteed on Licensed Properties promptly, without 
special valuation and at low rates. 


LEGAL AND GENERAL LIFE ASSURANCE 
SOCIETY. 

















ESTABLISHED 1836. 





FUNDS - - : - - £ 3,000,000 
INCOME .- - : - = £390,000 
YEARLY BUSINESS - - - 1,000,000 
BUSINESS IN FORCE - - £11,700,000 





THE PERFECTED SYSTEM of Life Assurance is peculiar tc this Society 
and embraces every modern advantage. 


PERFECTED MAXIMUM POLICIES. 
Wirnovur Prorirs. 


The Rates for these Whole Life Policies are very moderate. 


| Premium | Age | Premium 
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41,000 POLICY WITH BONUSES 
According to last results. 
Valuation at 2} p.c. :—Hm. Table of Mortality. 








Duration | 10 yrs. 40 yrs. 





| 20 yrs. | 30 yrs. 
£1,199 | £1,438 £1,724 | £2,067 | 
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Amount of Policy 
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CURRENT TOPICS. 


Norutne could have been of more happy omen for the future 
conduct of the Dreyrvs trial than the manner of M. Laszonrt’s 
return. It appears to have evoked a genuine outburst of 
congratulation from friend and adversary alike. No man could 
go back to a case from which he had been so nearly removed by 
the sudden hand of death save under the influence of deep 
emotion, and M. Lazori’s emotion was evinced in a speech of 
singular good taste and good feeling. The concluding words— 
“the part of error in human things is always greater than that 
of bad faith ’’—will not soon be forgotten, and while the advocate 
is not likely to abate any of his energy on behalf of the 
defence, the fact that there has been an occasion for the uttering 
of such a sentiment should do something to mitigate the bitter- 
ness of the conflict. The whcle incident, too, is a curious 
illustration of the prominent place which a powerful advocate 
occupies. In the absence of M. Lanorr the interest of the trial 
drooped; on his return, to quote the words of the Times 
correspondent, ‘it suddenly became passionately absorbing.” 
The difference is almost as marked to those who can only read 
the reports. The presence of M. Lasort seems to produce a 
wholesome effect on judges and witnesses.alike, 





WE caAtLezD attention last week to one aspect of the new draft 
constitution of a High Court for Australasia—viz., the serious 
question which it raises as to the withdrawal or limitation, by 
Federal Act, of the prerogative right of the Crown to entertain 
appeals to the Privy Council by special leave. But it suggests 
another consideration of an equally important and less contro- 
versial kind: how rapidly we are building up throughout the 
British Empire the foundations, at least on its legal side, of a 
system of Imperial Federation. Hitherto we have had Canada, 
with its Supreme Court, as a palmary instance of what is being 
done in the way of producing a uniform body of law. Now 
Australasia follows suit. Besides these, there are the central 
appeal courts of the Leeward and Windward Islands, the 
whole system of intermediate appeal to Bombay, or the 
Cape, or Mauritius, or Gibraltar, as the case may be, under 
the Foreign Jurisdiction Acts. Behind these external 
signs of unification there is, apparent to the eye of 
the student, a steady assimilation of substantial law. 
Such statutes as the Lunacy, Partnership, Bills of Exchange, 
and Sale of Goods Acts are already of imperial force and range, 
and the area of this body of general law is yearly assuming 
wider proportions. The phenomenon is on all grounds a wel- 
come one. We shall get rid of the tendency to empirical legis- 
lation when we know more accurately whether particular 
ventures have been made in other parts of the English-speaking 
world, and with what results, 





WE coMMENcE printing elsewhere the Statutes of the past 
Session. Of the fifty-one measures which received the Royal 
Assent, there are none of first-rate importance. Of those which 
are of special legal interest attention may be called to the 
following: The Solicitors Act, 1899 (62 Vict. c. 4), empowers 
the Master of the Rolls to replace upon the rolls solicitors who 
have been struck off under section 32 of the Act of 1843 for 
acting as agents for unqualified persons, and regulates the- 
granting of fresh certificates in cases of restoration to the rolls. 
The Supreme Court of Judicature Act, 1899 (c. 6), which 
enables appeals to be heard by consent by two judges, 
has already become a dead letter. The Finance Act, 1899 
62 & 63 Vict. c. 9), imposes new stamp duties on certain 





reign securities and on loan capital, extends the existing 
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stamp duty on share warrants to bearer to other similar 
securities, and increases the duties on the capital of companies 
and on letters of allotment. It also reduces the duty on certain 
bills of exchange. The Electric Lighting (Clauses) Act, 1899 
(c. 19) gives in a schedule the clauses which are hereafter to be 
deemed to be incorporated in electric lighting provisional 
orders. The Bodies Corporate (Joint Tenancy) Act, 1899 (c. 20), 
enables corporations to acquire and hold real and personal 
property in joint tenancy, with a provision that on dissolution 
the property shall devolve on the other joint tenant. And the 
Summary Jurisdiction Act, 1899 (c. 22), introduces an important 
extension of the summary jurisdiction already existing under the 
Act of 1879, and, in particular, in the case of children between 
twelve and sixteen, it applies this jurisdiction by consent to all 
offences except homicide. 





Or LEGIsLaTIon of a social character the following statutes 
deserve attention: The Metropolis Water Act, 1899 (62 Vict. 
c. 7), enables and requires the metropolitan water companies to 
supply each other with water in cases of emergency. The 
Infectious Disease (Notification) Extension Act, 1899 (62 & 63 
Vict. c. 8) make the notification of infectious diseases uni- 
versal. The Elementary Education Act, 1899 (c. 13), carries 
further the policy of the Act of 1893, and raises from eleven to 
twelve the minimum age at which children can obtain total or 
partial exemption from attendance at school. The Tithe Rent- 
charge (Rates) Act, 1899, extends to tithe rent-charge attached 
to a benefice the partial exemption from rates already granted 
by the Agricultural Rates Act, 1896, in favour of agricultural 
land, and the owner of such tithe rent-charge will be liable 
henceforth to pay only one-half the usual rates, the other half 
coming out of sums payable by the Inland Revenue Commis- 
sioners to the local taxation account on account of the estate duty 
grant. The Commons Act, 1899 (c. 30), enables district councils to 
make schemes for theregulation and management of commons 
within their district, with a view to the expenditure of money on 
the drainage, levelling, and improvement of the commons, and to 
the making of bye-laws and regulations for the prevention of 
nuisances and the preservation of order. The Board of Education 
Act, 1899 (c. 33), provides for the establishment of a Board of 
Education charged with the superintendence of matters relating 
to education in England and Wales, to take the place of the 
Education Department, with power to inspect secondary schools ; 
provision is also made for establishing a register of teachers. 
The Small Dwellings Acquisition Act, 1899 (c. 44), enables local 
authorities to advance money to the resident in a house within 
their district for the purpose of enabling him to acquire the 
ownership of that house, the advance not to exceed either (1) 
four-fifths of the market value of the ownership, or (2) £300 in 
the case of the fee simple or a lease with 99 years unexpired, 
otherwise £240. And the Sale of Food and Drugs Act, 1899 
(c. 51), amends the law relating to the sale of food and drugs. 


Tue report by the Inspector-General in Bankruptcy for 1898, 
which has just been issued, shews an increase of 218 in the 
number of receiving orders over those for the previous year, the 
number being 4,292 as against 4,074 in 1897. The respective 
total liabilities were £6,792,735 and £5,678,498, the later year 
thus shewing the large increase of £1,114,237. Apparently 
this is due to the large number of failures of directors of public 
companies, the liabilities being as much as £1,270,026 in thirty- 
three cases. In giving the estimated loss to creditors Mr. 
Swirn has adopted a new basis of computation. Hitherto it 
has been the practice to take the assets as estimated by the 
debtors and deduct one third for depreciation and costs of realiz- 
ation. But the actual results shewn in recent years by the 
tables of closed cases shew that this deduction is insuffi- 
cient, and the assets distributed among creditors form on 
an average only about one-third of the estimated assets in 
bankruptcy and about three-fifths as estimated under deeds of 
arrangement, Consequently in future it is proposed to reduce 
the estimated assets in bankruptcies by two-thirds and under 
deeds by two-fifths. ‘‘The smaller deduction made in the case 


deeds of arrangement, such arrangements being rarely resorted 
to in those cases of speculative financial failures which form so 
prominent an element in bankruptcy, and in which the assetg 
are generally estimated on a fanciful basis.” On this footi 

the estimated loss to creditors for 1898 is £5,838,295. The 
special feature in the year’s bankruptcy is the large increase of 
the liabilities under the head of financial and speculative enter. 
prize. There were 28 such cases with total liabilities of 
£2,549,100, as against 18 cases in 1897 with liabilities of 
£988,600, and 13 in 1896 with liabilities of £540,800. Thig 
great increase of liability is mainly due to 7 cases ig 
which the total liabilities amount to £1,707,000, the largest 
individual case being that of Mr. Hootzy with a liability 
of nearly £491,000. This case differs, however, from the rest in 
that the assets are of substantial value, being expected to realizg 
upwards of £107,000. The united assets in the other six cases, 
with liabilities of over £1,216,000, are not expected to realize 
£4,000. A glance at the details of the cases, ia many of which 
the assets figure as nil or are of nominal value, explains this 


result. 


In tue Bankruptcy Report attention is called once againt 
the existing anomalies as to the bankruptcy of married woma, 
Two recent cases are referred to as illustrations of the manner 
in which advantage can be taken of the present state of the law 
very much to the embarrassment of creditors. In Re A Debtor 
(46 W. R. 375) the debtor was a spinster when the bankruptey 
petition was presented against her. The petition was at her 
instance adjourned upon her undertaking that she would not ask 
for costs, and when it came on for the final hearing she 
had married. Mr. Registrar Grrrarp held that she was never- 
theless liable to be made bankrupt, but his decision was reversed 
by the Court of Appeal. Formerly a married woman was exempt 
from bankruptcy altogether, save in the case where she was 
trading under the custom of the City of London, but, under the 
Married Women’s Property Act, 1882, she may be made 
bankrupt in respect of her separate property if she is trading 
separately from her husband. In the present instance it was 
admitted that, when the petition was adjudicated upon, the debtor 
was not trading separately from her husband, and upon this 
short ground the Court of Appeal dismissed it. The other 
case to which Mr. Smrrn refers is Re Frances Handford 
& Co. (47 W. R. 39), where a married woman was trading 
apart from her husband under the name of a firm. 
Proceedings were taken against the firm and judgment by 
default for a sum exceeding £50 was obtained under 
order 14. A bankruptcy notice was issued against Francs 
Hanprorp and the creditor then discovered that she was a married 
woman. It is settled that, notwithstanding the liability of a 
married woman under proper conditions to be made bankrupt, 
this cannot take place where the act of bankruptcy alleged is 
failure to comply with a notice founded on a judgment. The 
notice requires personal payment of the judgment debt, but the 
judgment imposes no such liability on the married woman 
herself; it only requires payment out of her separate estate: 2 
Lynes (1893, 2 Q. B. 113). It was argued in Re Francs 
Handford & Co, that, since the married woman had allowed 
judgment to go by default against the firm, she was estopped 
from taking this objection, and Mr. Registrar Horx decided 


against her, but the Vourt of Appeal took a stricter view of the’ 


effect of the judgment. Although obtained against the firm, it 
had to be enforced against the married woman, and whatever its 
form might be, it could not be treated as being a personal judg- 
ment against her. Such cases as these shew the difficulties put 
in the way of creditors by the manner in which the Legislature, 
while fully emancipating married women in respect of the 
holding of property, still places them in a favoured position a8 
regards liability for debts. ° 





AN INTERESTING decision as to the power of a man to chargé 
the whole of his property with payment of a sum of money 
was given by Kexewicn, J., recently in Re Kelcey (ante, p. 720). 





of deeds,” says the report, ‘is mainly due to the fact that the 
estimates of debtors are, as a rule, much less exaggerated under 


By a memorandum dated in 1869 Kxtcry purported to chargé 
all his ‘‘ real and personal estate whatsoever and wheresoever, 
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and of what nature or kind soever the same may be or consist of,” 
with the payment of £2,500 then advanced. Had these words 

ssly included after-acquired property there would have 
peen @ serious question as to their effect on such property. In 
Be Count D’ Epineuil (20 Ch. D. 758), where the charge was on 
all the chargor’s “ present and future personalty,” it was held 
to be bad with respect to the future property, and although 
this case in shaken by Zailby v. Official Receiver (18 App Cas. 
528), it mot clear that it is overruled. A charge on 
certain future property is not, indeed, bad merely because the 

rty is described generally, Thus an assignment of all 
Peck debts owing during the continuance of the security (Zuitby 
y. Official Receiver’) or of any property coming by will (Re Clarke, 
Coombe v. Carter, 36 Ch. D. 348) is good. The objection of vague- 
ness does not lie if the property has come into being and can be 
identified at the time when the charge has to be enforced. But 
whether the assignment is good if it covers all future-acquired 
property is a question still awaiting decision, though, having 
regard to the cases just cited, it would probably be treated as 
valid. There seems to be no authority, however, that aman may 
not charge the whole of his existing property, and as in tho 
present case Kexewicn, J., held that the memorandum covered 
mly existing property, the charge was supported. It is 
te that in Zuilby vy. Official Receiver (supra) Lord MacynacuTEn 
joubted whether a general charge of this nature could 
meate any specific lien, but this remark has not been the 
foundation of any decision, and, as Krexewicu, J., observed, 
itis not for a judge of first instance to raise the question which 
the doubt suggests. 


TWO CENTURIES OF CRIMINAL LAW. 


III, 
last week we carried our account of the trial of Spencer 
CowrER down to the end of the case for the Crown. 

CowPER at once opens his own defence in a very long speech. 
Itis not worth following it in detail, for, as he said, there was 
really no evidence to shew that the deceased had been murdered 
tall. He refers again to a point he had previously taken— 
quite wrongly—but one which illustrates a worse state of the 
law, now no longer existing. Six weeks after the death the body 
had been exhumed without a ‘‘melius inguirendum or any 
lawful warrant,” and it was proposed at the trial to give 
widence of what wge then found. Oowrrr objected that, 
alter the coroner’s inquisition, the body should not be 
disturbed to gratify private prosecutors; if it is done at all, 
it should be by legal authority—a view which now prevails— 
“for, if it should be otherwise, any gentleman may be easily 
trepanned.” ‘ But,” said the judge, ‘suppose they did an ill 
thing in taking up the body without some order, though I do 
not know any more ill in taking up that body than any other; 
but however, is that any reason why we should not hear this 
evidence ?’’ In other words, we must take it for what it is worth. 

After the verdict much was said about certain letters from 
Miss Srour to himself and someone else which Cowrer produced ; 
in modern parlance, he is taxed with ungentlemanly conduct in 
publishing them. He anticipated the criticism thus: ‘Some 
letters of hers must of necessity be produced which truly, as I 
staid, I should not meddle with if I had not these innocent 
gentlemen here to defend as well as myself. . I solemnly 
protest, if I stood here singly in the case of my own life . 

I would not do it.” One of the letters to Cowrgr certainly 
sthews a disturbed mind; the rest, though odd, are perfectly 
innocent. The violence of sectarian and partisan feeling at the 
time may be gauged by such a plea as the following in the 
mouth of a man like Cowrzr: ‘It seems,” he says, ‘‘the 
Quakers fancy the reputation of their sect is contained in it, for 
they think it a wonderful thing—nay, absolutely impossible 
(however other people may be liable to such resolutions)—that 
one who was by her education entitled to the ‘light within 
her’ should run headlong into the water as if she had 
been possessed with the devil; of this they think their 
fect is to be cleared, though by spilling the blood of four 
innocent men. Others, who live in this town and 
give their opinions cf the manner of her death, are poseeseed 


with much prejudice against me, upon feuds that have risen at 
the elections of my father and brother in this town ; and these, 
with the Quakers, have wholly drest up this matter for several 
ends—the Quakers to maintain the reputation of their sect, and 
the others to destroy, or break at least, the interest of my 
family in this place.” Such allegations are not heard in an 
English court of justice to-day. 

At one point Cowrrr proposed to read an account of the 
coroner’s inquisition, and put in the verdict, but the judge 
rightly told him that such evidence was useless to contradict the 
Crown witnesses; it was quite open to him to prove that they 
swore one thing now and another then, “‘ otherwise the coroner’s 
inquest signifies nothing as to the present question.” Then 
there is a touch of human nature, shewing that jurymen are the 
same in all ages and places, always inclined to be irrelevantly 
pragmatical. One suddenly remarked that they would like to 
hear the verdict read. ‘ Why,” said the judge, “ will not you 
believe what they agree to on both sides?” Juryman: ‘If 
they do agree so, I am satisfied.” The moderna juror is still 
obsequious to the judge. 

After a good deal of evidence, medical and other, hardly 
cross-examined to at all, Cowrger suddenly, just as Jonzs had 
done, summed-up so far, remarking that the witnesses for the 
Crown ‘‘ say they believe she was not drowned, but they have 
not pretended to say how she died otherwise.” Judge: “ That 
is very true.”” This piecemeal system may have a convenience 
of its own, but it obviously tends to multiply speeches. 

More than once Mr. Srovut, the deceased’s brother, puts a 
question for cross-examination, his /ocus as the private prosecutor 
being apparently recognized. Any such interference would now 
be sternly repressed ; the question, if necessary, would be put 
through counsel. When it becomes a question of Miss Srour’s 
handwriting, reference is made to her mother and brother in the 
middle of the defence. It is to be hoped they were not on oath, 
for this is the style of their evidence: ‘ Mrs. Srour.—How 
should I know! I know she was no such person {as the letter 
might indicate |, her hand may be counterfeited. Judge.—But 
if it were written in a more sober style, what would you say 
then? Mrs. S.—I shan’t say it to be her hand unless I saw her 
write it”—in other words, I won’t admit it because it would 
damage my case. Mr. Srovr admitted ‘‘it is like my sister’s 
hand,” but, pressed by the judge, said boldly, ‘‘No, I don’t 
believe it, because it don’t suit her character.” All this would 
come in its regular order to-day. 

Theoretically, of course, a prigoner’s mouth was closed, and 
continued so till last October, but, as a matter of fact, under 
cover of another little opening of a new part of the case, Cowrer 
managed to give evidence in his own behalf. Latitude of this 
sort represents the natural way in which an artificial system 
seeks mitigation. The future Lord Chancellor was called as a 
witness for the future judge, and thus a situation unique in our 
legal annals was created. 

There is one clear violation of a now settled rule of evidence. 
The deceased’s maid having given an account of her mistress’s 
habits and disposition, a witness is called for the defence, to 
prove that the girl had always given a totally different account. 
The question whether the deceased sometimes stayed out all 
night was hardly material to the issue. 

Tho witnesses to character do not confine themselves to that 
subject, but go on to protest their belief in the prisoner's 
innocence, just as if they were in a French court. 

There is nothing noteworthy in the defence of the other 
prisoners, except that counsel for the Crown asks Marson a 
question by way of cross-examination. Such a thing is impos- 
sible to-day, unless, of course, the prisoner is on oath. 

There is a good illustration of rebutting evidence in this case. 
When the defence is closed, without any speech being made, 
JonEs remarks: ‘ My lord, we insist upon it that Mr. Cowrrr 
hath given a different evidence now from what he did before 
the coroner, for there he said he never knew any distraction, 
love-fit, or other occasion she had to put her upon this extrava- 
gant action. Now, here he comes and would have the whole 
scheme turned upon a love-fit,” and he and Srovr proceed to 
cali witnesses as to what Cowrer had deposed at the inquest. 
Nowadays his deposition would be put in, as the more convenient 
way of proving what he had previously sworn, but the oral 
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testimony of witnesses who heard what he said is obviously as 
much primary evidence as a copy of the deposition. The Crown 
is allowed to call rebutting evidence, as its case is that it could 
not anticipate the defence Cowrzr set up at the trial. Srour 
even proposed at this stage to call witnesses to his sister’s 
character, which was not seriously in dispute. 


(To be continued.) 





REVIEWS. 
BOOKS RECEIVED. 


Reforms in Land Transfer, with Suggestions for an Improved 
System. By Dwicut H, OLMSTEAD, New York: Baker, Voorhis, 
& Co., 66, Nassau-street. 








CASES OF THE WEEK. 


Before the Vacation Judge. 


READ AND BAILEY ». PONCHERY AND THE CRYSTAL PALACE CO. 
(LIM.) 23rd August. 


Practice—InsjuncTioN—DeELAY—THREATENED BREACH OF AGREEMENT NOT 
To Prerronm witHix Certain Distance-Nortice or INTENTION TO 
Commit Breach—Form or ORDER. 


This was a motion on behalf of the plaintiffs, Mr. T. Read and Mr. F. 
Bailey, against the defendants, Mr. H. R. Ponchery and the Crystal 
Palace Co. (Limited), that the defendant Ponchery might be restrained till 
the trial of the action or further order from performing as a high rope 
artist at the Crystal Palace, Sydenham, or appearing at any other place 
within twenty miles from the Agricultural Hall, Islington, in breach of an 
agreement dated the 29th of December, 1898, made between the plaintiffs 
of the one part and the defendant Ponchery of the other part. Also for 
an injunction to restrain the Crystal Palace Co. (Limited) or its servants 
from advertising any performance of the defendant Ponchery as a high- 
rope artist, or permitting any performance by the defendant Ponchery 
to take place at the Crystal Valace in breach of the said argreement. 
In support of the motjon it was said that the defendant Ponchery, in 
spite of his agreement with the plaintiffs, was advertised to appear at the 
Crystal Palace on Monday, the 28th of August next, at the Foresters’ Féte. 
[Cozens-Harpby, J., said there appeared to have been a clear threat to break 
the agreement.] The plaintiffs had for many years conducted the 
‘*World’s Fair’’ at the Agricultural-hall, and they had engaged the 
defendant Ponchery to appear at the next ‘‘ World’s Fair,” as they were 
so extremely satisfied with his last performance there. For the defendants 
the Crystal Palace Co., it was said that there was no ground for any 
suggestion of want of good faith on the part of the Crystal Palace Co. It 
was nota case for ap injunction. The plaintiffs had not shewn proper 
diligence. On the 9th of August they had clear notice that the defendant 
did not consider himself bound by the restrictive clause in the agreement, 
and they did nothing till the 22nd of August. The defendant Ponchery 
did not appear 

Cozens-Harpy, J.—There will be an injunction against the defendant 
Ponchery in the terms of the first part of the notice of motion. There 
will be no order against the Crystal Palace Co. except that costs be costs 
in the action.—CounseL, Alexander, Q.C., and F. Everard Colt; Vernon. 
Soxicirors, 7. D. Smith ; Kimbers & Boltman., 


Reported by J. E. A.vovs, Barrister-at-Law. 


ATTORNEY-GENERAL +. URBAN DISTRICT COUNCIL OF 
TEIGNMOUTH. 23rd August. 


Practice —Insunction — Isrrincement or Byr-Law — ALTERNATIVE 
Remepy ny;Proceepincs yor Penatty—Form or Orper. 


This was a motion in an action by the Attorney-General, at the relation 
of Messre. Flemmick & Allen, of Teignmouth, against the defendants, 
claiming an injunction to restrain the defendants, their officers, servants, 
and agents from permitting roundabouts and shows to be held on certain 
pleasure-grounds in Teignmouth known as *‘ the Denn,’’ in breach of the 
bye-laws of the defendants for the district of Teigomouth duly made on 
the 28th of February, 1599, and allowed by the Local Government Board 
on the 7th of November, 1890, and in breach of the bye-laws made by the 
county council of the county of Devon on the 15th of December, 1898, and 
from permitting any nuisance in the said pleasure-grounds, and for a 
declaration that the resolution of the defendants passed on the 
10th of August, 1899, that ‘the council see no objection to allow the 
roundabouts and shows on ‘the Denn’ ”’ is ultra vires and null and void. 
In support of the motion it was said that by an indenture dated the 6th of 
November, 1869, the defendants, the Teignmouth Local Board, acquired 
the land known as “the Denn” in fee simple. By the indenture the 
defendants covenanted that they, their successors and assigns, would kee 
and use “‘ the Denn”’ solely as a garden or pleasure ground for the use an 
benefit of the inhabitants of Teignmouth. By No. 3 of the bye-laws made 
by the defendants, no “‘ person shall erect in any part of ‘the Denn’ 
any post, rail, fence, pole, tent, booth, stand, building, or structure of any 









kind whatsoever.” ‘‘The Denn” was bounded almost exclusively by 
residential ee and formed the principal sea front and promenade of 
the town, which contained between 7,000 and 8,000 inhabitant;, 4 
proposal had recently been made to hold a marine regatta at Teignmouth 
on the 31st of August, and it had been s that what was known ag 
Hancock’s roundabouts and shows should be allowed to occupy portions of 
‘the Denn ” on the occasion of such regatta. On the 10th of August, 1899, 
at a special meeting of the defendants, a resolution was passed that “the 
couvcil see no objection to allow the roundabouts and shows on ‘the 
Denn.’’’ If such roundabouts and shows were permitted to occupy g 
position on ‘‘the Denn’’ they would cause an intolerable nuisance to the 
inhabitants and injure ‘‘ the Denn’ and the best portion of the town, 
The penalty under the bye-laws implied a prohibition. The land was 
acquired for the benefit of the inhabitants and ought to be so used, 
Hail v. Ewin (36 W. BR. 84, 37 Ch. D. 74) did not depend upon nuisance; 
Attorney-General v. Southampton Corporation (1 Giff. 363), and Attorney. 
General v. Tod- Heatley (45 W. R. 394 ; 1897, 1 Ch. 560), shewed that there was 
jurisdiction to enforce the duty. By clause 16 of the bye-laws made for 
the county of Devon, ‘‘ No person shallin any street or public place, or on 
any land adjoining thereto, or near thereto, use or play, or cause to be used 
or played, any steam organ or other musical instrument worked 
mechanical means to the annoyance or disturbance of residents or 
passengers. No person shall in any street or public place, or any 
land adjoining or near thereto, keep or manage, or cause to be 
kept or managed, a ehooting-gallery, swing-boat, roundabout, or 
any cther construction of a like character so as to cause obstruction or 
danger to the traffic in any such street or public place.” Any pers 
offending against any of the bye-laws was by part 5 of them made liablety 
a penalty not exceeding £5. For the defendants the granting of » 
injunction was opposed, but an offer to do anything to expedite the trl 
of the action was made. 


Cozrens-Harpy, J., said that the question was really one for decisi 






































































at the trial of the action. It was not as though the nuisance was a co- = 
tinumg one. It would be for one day only. lf bye-law 16 was infringed requi 
the relators could take proceedings under that bye-law. There would be — 
no injunction, but he would grant leave to set the action down for trial at their 
once. Pleadings to be delivered in the Vacation. Liberty to apply. Camt 
Costs to be costs in the action.—CovunseL, Everitt, Q.C., and Maugham; Hvpso: 
Mulligan, Q.C., and Bateman Napier. Soxicrrors, Roweliffes, Rawle, § Cv, — 
for Rk. W. Temple, Teignmouth; Bridgman § Willcocks, for W. R. Hall at 
Jordan, § Son, Teignmouth. Aug 
[Reported by J. E. Apovs, Barrister-at-Law. | above 
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LEGAL NEWS. 
GENERAL. 

Mr. Justice Wills will go the South-Eastern Circuit at the ensuing 
autamn assizcs in place of the Lord Chief Justice. ANDELA 
The Queen has been graciously pleased to confer the honour of a 2 Ch 
knighthood upon Mr. Franklin Lushington on his appointment as chief _— 
magistrate of the Metropolitan police-courts. Rober 
The next sessions at the Central Criminal Court will begin on Tuesday, a 
12th September. Mr. Justice Phillimore will be the presiding judge, and- Arthu 
he is expected to attend on the following day. fae 
In a letter to the Times of the 18th inst., Mr. Rob. Greening says: ‘‘ We 6, 
have heard a great deal of the law’s delay (which is, however, chiefly a. Ic 
attributable to the parties and their solicitors). Let me now report to you cota 
an instance of the law’s expedition. On the 8th inst. an action was com- ry 
menced on the Admiralty side of the City of London Court. It went Hotmay’ 
through the usual course in regard to appearance, bail, discovery of ee 
documents, &c., but by reason of my opponents being willing to expedit» New Cx 
matters was tried on the 15th. It was an important little action as affect- (Ly Li 
ing shipowners and consignees of cargoes, and there is no reason why, if — 
parties and practitioners were disposed, many actions relating to shipping New Lo 
matters should not be disposed of in the same time.”’ 80, tos 
At Bow-street police-court, cn Tuesday afternoon, says the Daily News, —— 
Mr. Marcus H. Lewis, solicitor, addressing Mr. Lushington, said he begg:d ore 
leave, on behalf of the profession, to congratulate him on his appointment =. 
as chief magistrate. He said those who knew Mr. Lushington were well eet 
aware of the kindly and attentive manner in which he dealt with cases and adi 
brought before him,and the anxiety he always felt to administer true ten st, 
jastice to rich and poor alike. He and other members of the legal area 
professioa hoped that Mr. Lushington would live long to administer codde: 

justice in the future as he had done in the past. Mr. Lusbington, ia 

reply, sa'd he was very much obliged, and should always strive to do his 
duty. ‘the new chiet magistrate, it is said, speaks several languages, guzrce 
including French, German, and Italian. This, of course, is a great eee 
advantage in a court like Bow-street, where foreigners are dealt with Uurrep | 
every day. * Aug 14 

A correspondent of the Daily News, referring to the fact that prisoner? do 

not now appear in London police-courts in convict garb, says: ‘' Sir John 
Bridge, who has just retired, was responsible for the change. About eight Wan 
years ago a convict was placed ia the witness-box to give evidence. He chasing 
was atiired in a yellow suit, ornamented with broad arrows. ‘I shall not Examin 
give evidence in these clothes,’ said the convict. ‘It’s not fair to expos? Engines 
me in this way.’ ‘Take the Book,’ said Sir Jobn, in a severe tone. minster 

convict hesitated, but with an obedience born of prison discipline, and with Years, 
































































yuld be 
trial at 
apply. 
1g ham ; 
' § Co, 
t. Hall 


snsuing 


r ofa 
s chief 


uesday, 
ge, and 


: ‘* We 

chiefly 
b to you 
as COM- 
[t went 
very of 
xpedits 
3 affect- 
why, if 
hipping 


ly News, 
, begg<d 
intment 
are well 
th cases 
ter true 
1e legal 
minister 
gton, io 
‘0 do his 
guages, 
a great 
alt with 


yyners do 
Sir John 
ut eight 
ce. He 
hall not 
> expos3 
6. "The 
ind with 








Aug. 26, 1899. 


THE SOLICITORS’ JOURNAL. 


(Vol. 43.] 729 











the knowledge that two warders were standing behind him, he took the 
oath, and gave his evidence. Then Sir John, in kindly tones, told him that 
his objection was well-founded, and that he would ask the Home Secretary 
to allow convict witnesses to ap in court in ordinary attire in future. 
He was as good as his word. The Home Secretary with the chief 
magistrate, and since then no one has appeared in a London police-court 
in convict’s garb.’’ 

A “ barrister of forty-eight years’ standing’ in the course of a letter 
to the Zimes of the 22nd inst. on the circuit system says: ‘‘ Lord Campbell 
not only read, as no doubt all judges then and now do, the depositions in 
every case, but discussed with his brother judge in the evening and before 

ing into court in the morning every point which he thought might 
arise in any of the cases. His brother judge on our first circuit was the 
Baron Parke (Lord Wensleydale), an eminent Common Law special pleader 
and commercial lawyer; but Mr. Baron Parke took with him on circuit his 
own two volumes of ‘ Russell on Orimes,’ on every page of which were 
notes in his own handwriting of points of practice, and reported and 
unreported cases of criminal law, which—as it seemed to me—he knew by 
heart, and he answered all Lord O.’s questions by references to these notes 
and to decided cases. If there is any meaning in the phrase of having a 
subject at one’s ‘fingers’ ends’ it apphes to Baron Parke’s knowledge of 
criminal law and practice. Again, the Lord Chief Justice would frequently 
adjourn the court during a trial, or himself go into the Nisi Prius Court to 
consult with his brother judge on any unexpected difficulty.” 








WINDING UP NOTICES. 


London Gazette.—Fripvay, Aug. 18. 


JOINT STOCK COMPANIES. 
Luairep m CHancery. 


BrownniLt Miyinc Synpicatr, Limitep (In Votuntary Liqvipation)—Creditora are 
required, on or before Sept 15, to send their names and addresses, and the particulars of 
their debts or claims, to F, 0’S8. B. Reade and W, F. Turner, 123, Cannon st 

Cornish SMALLWARE Co, Limitep—Creditors are required, on or before Sept 2, to send 
their names and addresses, and the particulars of their debts or claims, to Vivian Pearce, 
Camborne. Daniell & Thomas, Camborne, solors to liquidator 

Hupson & Cou.ier, Limirep—Creditors are rrr on or before Seah, 08, co eont their 
names and addresses, and the particulars of their debts or claims, to les Hodg- 
kinson, 95, Colmore row, Birmingham. Jeffery, Birmingham, solor to liquidator 

Hvwt anp Griuspy Circus anp Pusiic Haut Co, Liurrep —Petn for winding up, pres:nted 
Aug 16, directed to be heard on Aug 30. Rollit & Sons, 8, Mincing lane, agents for 
Grimshaw, 1, Manor st, Hull, solor for petners. Notice of appearing must reach the 
above-named not later than 6 o’clock in the afternoon of Aug 29 

IxpusTRIAL Syspicats, Limrtep—Creditors are required, on or before Sept 12, to send 
their names and addresses, and the particulars of their debts or claims, to Mr. W. E. 
Clark, 33, Old Broad st. Mayo & Co, 10, Drapers’ gdns, solors to liquidator 

Lonpon anp Lanoaspire ExLectsic AND GENERAL ENGINEERING Co, LomtEp—Creditora are 
required, on or before 30, to send their names and addresses, and the particulars of 
their debts or claims, to F. A. Franklyn, 48, Upper Thames st 


London Gazette.—Turspay, Aug. 22. 
JOINT STOCK COMPANIES. 
Loarep m CHancrry. 


Axpetaya Suir Co, Liwrrep—Creditors are required, on or before Oct 20, to send their 
names and addresses, and the particulars of their debts or claims, to Edmund Roberts, 
26, Chapel st, Liverpool 

“ANDERINHA” Bartine Suir Co, Limrrep—Creditors are required, on or before Oct 2 
to send their names and agaresses, and the particulars of their debts or claims, to E@mu' 
Roberte, 26, Chapel st, Liverpool 

CuanpLers Rewarp Gotp Mines, Limirep —Creditors are requred, on or before Oct 2, to 
send their names and addresses, and the particulars of their debts or claims, to Mr, 
eres, Sebeaes, 46 and 47, London wall. Birchalls, 85, Gracechurch st, solors to 

quidator 

Eoremont Avctiongrerixe Co, Liwitzp—Creditors are required. on or before Thursday, 
Oct 5, to send their names and addresses, and the particulars of their debts or claims, to 
Mr. John Smith, Town Hall, Egremont. Nelson, Egremont, solor for liquidator 

Ex.ecrricat Pioxeer Synpicars, Liuiren—Creditors are required, on or before Oct 31, to 
send their names and addresses, and the particulars of their debts or claims. to Arthur 
Henry Gibson, 39, Waterloo st, Birmingham. Lowe, Birmingham, solor for liquidator 

Hotman’s Lucky Hitt Gorp Mive, Limirep—Creditors are required, on or before Oct 3, 
to send their names and addresses, and the particulars of their debts or claims, to 
Edward William Fellgate, 63 and 64, New Broad st 

New Coorcarpie Goip ExrioratTion anp Finance ASsoctaTIon ‘W.A.), Liwrrep 
(In Liquipation)—Creditors ere required, on or before Nov 18, to send their names and 
addresses, and the particulars of their debts or claims, to Arthur John Davis, St 
Lawrence House, Trump st, King st 

New Loan Trust anv Investment Co, Limitep—Creditors are required, on or before Sept 
50, to send their names and addresses, and the particulars of their debts or claims, to 
William Cash, 90, Cannon st 

fovrnport Pavition axnp Winter Garpens Co, Lanrep—Creditors are required. on or 
before Oct 6, to send their names and addrerses, and the particulars of their debts or 
claims, to Thomas Henry Crane c/o Messrs. Davies & Crane, 211, Lord st, Southport. 
Threlfall, Southport, solor to liqui¢ators 

Tuomas Mitts, Limrrrp—Creditors are required, on or before Sept 20, to send their names 
and addresses, the paiticulars of their debts or claims, to Mein Wilkie, 22, Dar.ing- 
ton st, Wolverhampton. Stirk & Co, Wolverhampton, solors fur liquidator 

Westraria anv Ranpt, Limirep—Creditors are required, on or before Uct 2, to send their 
names and addresses, and the particulars of their debts or claims, to Mr, Arthur 
Godéard, 46 and 47, London wall. Birchalls, 85, Gracechurch st, solors to liquidator 


FRIENDLY SOCIETIES DISSOLVED. 


Co.tycrorr Mare Frisnpiy £ociery, Collycroft School, Bedworth, Warwick. Aug 14 

Fewa.e Friexpiy Society, Manor Hotel, South Wingfield, Derby. Aug 8 

GRanax Co-oreraTive ociery, Limrrep, Northington, or A’ ord, its. Aug lé4 

yp Waiters’ Provivest Sociery, Porchester Hotel, 3, Leinster pl, Porchester ter, 
ug 14 








Waxnino To mntenpinc House Puncuasgrs AND Lessers.—Before pur- 
chasing or renting a house have the Sanitary Arrangements thoroughly 
Examined, Tested, and Reported upon by an Expert from The Sanitary 
Engineering Co. (H. Carter, C.E., y~ e 65, Victoria-street, West- 
minster. Fee quoted on receipt of full particulars. Established 23 
years, Telegrams, ‘‘ Sanitation.’”’—[{Apvr.] 





CREDITORS’ NOTICES. 
UNDER 22 & 23 VICT. CAP. 35. 
Last Day or Crarm. 

London Gazette-—Faipay, Aug. 11. 


Bracn, Joszpn, Leeds, Innkeeper Sept 15 Ford & Warren, Leeds 

Bowker, Grorcr, Atherton, Lancaster, Butcher Sept 15 Carr, Atherton 

Brown, Ann, Great Torrington, Devon Sept 30 Doe, Great Torrington 

Burpoy, Jaxet, Southport Sept11 Roweliffes & Co, Bedford row 

CartuEw, Francis Ricuarp, Dunstable, Bedford Sept 20 Gibbs & Co, Eastcheap 

Cuayror, Heygy, Durham Septié Tarry & Co, Serjeants’ inn, Fleet st 

De’Lanra, Carnerina Rosixa, Southport Sept 9 Molesworth, Rochdale 

Down1ne, Josnua, Balham Sept9 Cameron & Co, Gresham House, Old Broad st 

Dyxes, Resecca Racugt, Brighton Sept23 Bickley & Lynex, Birmingham 

Epson, Joun, Chiswick Sept 30 Mathews, Great Russell st 

Granam, Rey Wiit1am Heaney, Upper Norwood Oct1 Dommett & Son, Gresham st 

Harvey, Joux, Rochdale, Yeoman Sept23 Jackson & Co, Rochdale 

Isuerwoop, Mary Eien, Bolton Sept 9 Russell & Russell, Bolton 

Jonxzs, Exiza, Sketty, nr Swansea Aug 31 Collins & Wood, Swansea 

Jonrs, Tuomas, Market Drayton, Salop Aug 3i Garside, Market Drayton 

Kirsox, Jonxy Hawruory, Barwick, Engineer Sept 30 North & Sons, Leeds 

Lortvs, Groner, Ealing Sept18 Richards & Co, Finsbury sq 

Lup, Hewererra, Wilsden, Bradford Sept30 A & M W Platts, Bingley 

Goaseg, yu Down st, Piccadilly, Analytical Chemist Sept 11 Roweliffes & 
ro 


0, Ww 
Pav, ALBERT JonN, Acton, Accountant’s Clerk Sept 9 Lawrence & Sons, Raymond 
+: Jous James, Charles st, Berkeley sq Sept 11 Crawley & Co, Arlington st, 
ames’s z af 
Simos, Gustav Hereicn Victor Heamay Amanpvs, Manchester, Civil Engineer Cooper 
& Bons, Manchester 


| Spencer, Any, Keighley, York Sept 23 Burr & Co, Keighley 


Tarry, Harriet Saran, Gotzourne, St George’s sq, Regent’s Park Sept 20 Johnson 
& Co, King’s Bench walk, Tem 
Waneine, Wit14m, Preston, G Dealer Sept2 Ward, Preston 


Witson, James Benson, Cheetham hill, Manchester, Warehouseman Sept 11 Holt & Co, 
Manchester 


London Gazette.—Tvrspay, Aug. 15. 
Baut, Josern Jonny, junr, Leavesden Asylum, Hertford, Taxidermist Sept 28 Skelton, 
Lincoln’s inn fields : 
Bo.tox, Wii114M, Pendleton, Lancaster, Beer Retailer Sept12 Walker & Co, Manchester 
Crarnge, Wituram Jacxmas, Northampton, Auctioncer Sept 21 Darnell & Price, 


Northampton 
C.iosz, Eowarp, Ryde, I W Sept12 Vincent, Ryde 
Crompron, Grorae, Salford, Drysalter Sept 30 Darbishire & Co, Manchester 
Davies, Drusiiia, Shrewsbury, Balop Sept 19 Salt & Sons, Shrewsbury 
Down1nG, Jessiz Anniz, Folkestone Augi18 Hallett &Co, Ashford 
Foster, WitiiaAmM Henry, Leeds Sept 23 Nelson & Co, Leeds 
Fovurxes, Anrnvr, Heaton Moor, nr Stockport Sept9 Higham, Manchester 
Gituzsriz, Jouy Stewart, Liverpool, Baker Sept 15 Bremner & Co, Liverpool 
Groves, Tuomas, Shrewsbury, Salop, Architect Sept1 Clarke, Shrewsbury 
Hammonp, Va Epuuxp, Newark on Trent, Accountant Sept 21 Larken & Co, 
a: , ...... Fae Goole, Yorks Septi13 E &T Clark, Goole 
Hiorxs, Axx, Royal Leamington Spa, Warwick Sept9 Moore & Tibbitts, Warwick 
Hirst, Henry, Oldham Sept 12 Ponsonby & Carlile, O:dhsm 
Hvpsox, Susan, Bristol Sept 21 Gilmore & Co, Bristol 
Jacos, Freperick, Hampton Wick Sept 2i Pilley, Bedford row 
Jones, Hannan, Trelawney Towers, Flint Aug31 Gamlin & Williams, Rhyl 
Layer, Carserine, Chelsea Sept8 Nickinson & Co, Chancery In 
Lave, Feravs Wricut, Bristol, Fine Art Dealer Sept 16 Mutlow, Bristol 
Mi.tty, Axx, Rameden, Oxford, Sept 26 Rawlinson, Chipping Norton 
Miyeg, Esraser, Milnrow, nr Rochdale Sept 16 Ripley, Rochdale 
Pascor, James, Truro, Labourer Aug19 Paull, Truro 
Payne, Tuomas, Hinckley, Leicester Oct 11 Preston & Son, Hinckley 
Rosson, Tuomas, Cardiff, Exporting Agent Sept 27 Heitzman, Cardiff 
Samves, Mary, Grantham, Lincoln Oct 11 Thompson & Sons, Grantham 
Suaw, Davin, Birstal, York Sept 23 Farrar & Crowther, Bradford 
Suaw, Saran, Birstal, York Sept 23 Farrar & Crowther, Bradford 
Sieep, Amevia, Bristol Sept 29 Sinnott & Son, Bristol 
STeeve, CaruEnixe Saaxesreans, Liverpool Sept 17 Evans & Co, Liverpool 
Srorr, Jousx, Bradford, Farmer Sept 18 Morgan & Morgan, Bradford 
Tuomas, Any, Trealaw, Glam Sept7 Davies, Pontypridd 
Wire, Exizanetu, Hammersmith Sept 12 Bachelor & Cousins, Walbrook 
Waremena, Rev Wiiu1am Aptuve, Micheldever, Southampton Sept 21 Pilley, 
Sense Toomae, Liansilin, Denbigh, Farmer Novi Minshall & Co, Oswestry 
Wixtrams, Tuomas, Rhyl, Flint, Butcher Sept 23 Pierce-Lewis, Rhyl 
Woop, Rev Cuaries Harrison, Preston Sept23 Ascroft, Preston 
London Gazeite.—Fripay, Aug. 18. 
Arper, Jaurs Crick, Haverhill, Suffolk, Builder Sept 18 Bates, Haverhill 
Batpwyrn, Wittram, Ashton under Hill, Gloucester Nov 1 Smith & Smith, Evesham 
Berry, Jamas, Bournemouth Oct5 Hughes & Aston, Edgware rd 
Bituixce, Epwix, Formby, Lancaster, Master Mariner Sept 20 Newman & Kent, 


me Southwark Bridge rd,Carman Oct1 Hicklin & Co, Trinity sq, Southwark 

Causton, Rev Cuaries Pureroy, Stretton on Fosse, Warwick Sept 14 Hores & Co, 
Lincoln's ian ti 

Convert, Ricuarp, Oaken Gates, Salop, Innkeeper Sept 29 Leake, Shifnal 

Dicxsox, Joux, Nafferton, York Sept6 Jennings, Driffield 

Dorson, Many, Penrith, Cumberland Sept 21 Arnison & Co, Penrith 

Exus, Mrs Exiza Ann, Southsea Sept 14 Hores & Co, Lincoln's inn fie'ds 

Ginsixas, Asucey, Stratford pl Oct1 Ward & Co, Gracechureh st 

Gooprar, Groner, Leigh, Lancs, Publican Sept 29 Dootson, Leigh 
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Grast. Isane.ua, and James Grant, Gateshead, Durham Sept 19 Staffurth & Staffurth, 


Harrisox, Joux, Matfen, Northumberland, Farmer Sept 1 LC & HF Lockhart, 


cugne Loughton, Essex, Chemist Oct 2 Ashley & Co, Frederick’s pl, 

ewry 

Herserinetox, Joux Muir, jun, Old Trafford, Manchester Oct17 Bates & Jellicorse, 
Mancheste 


Hiecuirre, in Leeds, Woollen Merchant Sept16 Steward & Son, Leeds 
Jackson, Tuomas, Wolverhampton Sept15 Underhill & Thorneycroft, Wolverhampton 
Jones, Lucy, Gorton, nr Manchester, Innkeeper Sept 29 Chorlton & Son, Manchester 
Kang," Ferperrc Arexanper Camppett, Elizabeth st, Eaton sq Oct 2 Barlow & 


Barlow, Fenchurch st 
Kixe, Henry Joux, Richmond Oct 1 Greene & Underhill, Bedford row 


Lavrence, Wiiiiam, Leeds Oct 21 King & Hughes, Maidstone 

Lea, Lawrorp, North Nibley, Glos Novi Spofforth, Bristol 

Mitsveyx, Hannan Twerpy, Ryton, Durham Sept 27 Stobo & Livingston, Jarrow 
Moents, Exsiy Arteta, St Leonard’s on Sea Sept 30 Tyrrell & Co, Albany ct yd, 


Murr, Ancant, Holland park, Merchant Oct10 Phelps & Co, Aldermanbury 
Pysvs, Axx, Durham Sept 30 Stewart, Darlington 
Rozerts, Mary, Foleshill, Warwick Oct1 Hogan & Hughes, Martin’s ln, Cannon st 
Rvsse.t, Hexry, Birmingham, Boot Manufacturer Sept 30 Clarke & Co, Birmingham 
fore, Exrty, South Lambeth Sept19 Greenip & Co, George st, Mansion House 
Borz, Lovisa, South Lambeth Sept 19 Greenip & Co, George st, Mansion House 
Tuorowaoop, Samoet, Brighton Oct31 Hillearys, Fenchurch bldgs 
Wait, Jaues, North Shields Sept 15 Brown, North Shields 
Waris, Exizasern, Pwllheli, Carnarvon Sept 30 Hughes-Pritchard & Rodway, Bangor 
Wextwortnu, Goprrey Hawxsworts, Wakefield Sept 16 Dowson & Co, Surrey st, 

Victoria Embankment 
Westey, Ouiver, Leicester, Builder Oct 18 Moss & Taylor, Loughborough 

London Gazetie.—Tvsspay, Aug. 22. 

Axens, The Very Rev Canon Gronce, Commercial rd Oct 1 Radcliffe & Co, Craven st, 


ig Cross 


James Francis, Pelsall, Stafford, Licensed Victualler Sept 30 Evans, 


aor 
Bai.ey, Ezexret James, Brighton Sept 25 Cockburn, Brighton 


Bisnor, Euity, Bishopston, Bristol Sept 12 Plummer & Co, Bristol 
Bisnor, Epwix James, Bishopston, Bristol, Commercial Traveller Sept 12 Plummer & 


Seeticn denies James, Wandsworth Sept 23 D’Arcy Collyer, Milk st bldgs 
Biacxieper, Lucy, Wheelton, Lancs Sept 30 Whitfield, Chorley 

Buia, James, Newcastle upon Tyne Sept 29 Ward, Newcastle upon Tyne 

Baickxevt, Mary Axx, Leamington Sept 26 Large & Son, Leamington 

Brocven, Jouy, Menston, York, Wool Merchant Sept19 Watson & Co, Bradford 
Cartyie, Maraaret, York, Innkeeper Sept 16 Spink & Brown, York 

CarruTHers, ArcuipaLp, Carey st, Lincoln’s inn Sept 30 Belfrage & Co, John st, 


‘ord row 
Corram, Tuomas, Oldham, Mill Manager Sept 30 R&J Ascroft & Maw, Oldham 


Crease, Exiza, South Norwood Sept30 Drake & Co, Rood In 
Descov, Tuomas Pooi.zr, Hayward’s Heath, Sussex Sept 25 Cockburn, Brighton 
Exsas, Ricnarp, Morriston, Tailor Sept18 Harris, Swansea 


Exxis, Wit1AM, Fleet, Hants, Farmer Sept 80 Timbrell & Deighton, King William st 
| Fanet, Pavi, Leadenhall st Sept 16 Wetherfield & Co, Gresham bldgs, Guildhall 
| Guam, Frank, Twickenham Sept 30 Jones & Co, Liverpool 
| Herwortn, Epwanp, Batley, York, Stonemason Sept 26 Brearley, Batley 
, Hurvey, Joun, Leamington, Warwick Sept 26 Large & Son, Leamington 
Jennines, James Mitnes, Driffield, York, Solicitor Sept 23 Ullithorne & Co, Gray’s 


om, Kenfig Hill, Glam Sept 11 David, Bridgend 
Juckes, Samvet Henry, Shrewsbury, Rate Collector Sept11 Morgan, Shrewsbury 
Keiiter, Wittiam, Wimbledon Sept 30 Fairbrother, Leadenhall st 
| Ketsa.t, THomas, Stretford, nr Manchester, Farmer Sept 23 Doyle, Manchester 
| Lows, Henny, Edgbaston, Warwick Oct 81 Lowe, Birmingham 
| MoLaing, Peter, St Anne’s on the Sea, Lancs Sept 25 Doyle, Manchester 
Mavser, Bicuarp, Wilmington, Kent, Gardener Sept12 J & J C Hayward, Dartford 


| Mitcnett, AxpREw ALEXANDER, Weaste, nr Manchester, Doctor Sept 23 Doyle 
Manchester 
Norets, Many Anne, Stratford on Avon, Warwick Sept 22 Marshall, Halifax 


| Norris, Jane, Carhampton, Somerset Sept 29 Toosemore, ‘Tiverton 
| Nonrnzor, Grorark Saryt, March, Isle of Ely, Cambridg», Farmer Sept 16 King, 


| Pasworr, Martyn Wi.cox, Newton St Cyres, Devon Sept 30 Dave, Okehampton 
| Raxsom, Saran Ay? on, Chiswick Sept30 Toomer, Walbrook 
Ritry, Jon, Halifax, Clog Maker Sept18 Jubb & Co, Halifax 
Roacu, Mary Ann, Stoke Newington Oct10 Benjamin, Coleman st 
Rovers, Tuomas, Liverpool, Stock Broker Oct 9 Masters & Roger:, Liverpoo! 
Rocers, James, Ince in Makerfield Sept5 Rowbottom & Milligan, Wigan 
Rvuoixa, Rocer, North Fiachley Sept 80 Cox & Son, St Swithin's In 
Ryan, Freperick Henny, West Hartlepool Sept14 Fryer, West Hartlepo>l 
Sacer, Wittiim, Todmorden Sept 22 Sager & Shaw, Todmorden 
Sanvi.te, Anna Exiza, Coverdale rd Sept23 Dale & Co, Cornhill 


Spvetimc, Rev Joun Warrer, Crowthorne, Berks Sept 18 Lawforl & Co, Austin friars 

Srgruens, General Wittiam Fraser, Prahran, Victoria Oct1 Wado & Malleson, 
Devonshire sq, Bishopsgate 

Stratrorp, Barron Watrer, Stonar, nr Sandwich, Kent, Licensed Victualler Sept 29 
Mercer & Whitehead, Ramegate 

Sviuvan, Sir Epwarp Rozert, Brighton Oct 20 Pemberton & Co, New ct, 
Linc ln’s inn 

Tarcett, Joun, Gravesend, Trinity House Pilot Sept 30 J A & H E Farnfi*’, 
Lower Thames st 

Thornton, Grace, Batley, York Sept 26 Brearley, Batley 

Waxkrie.p, Emma, Heaton Norris, Lancaster Sept 29 Grundey, Stockport 

Watton, Mary, West Sunderland Sept 15 Graham & Shepherd, Sunderland 

Wansey, Cuarces Freperiox, Osaka, Japan Sept 30 Tolley, Fancras In 

Wuite, Joun Garpyer, Liverpool Sept 18 Grierson & Mason, Liverpool 

Wuirmore, ApeLaipe Anya, Eaton pl Sept 18 Leman & Co, Lincoln’s inn fields 

Woons, Mary Ecizanern, Sunderland Sept 1 Kidson & Co, Sunderland 

Woops, Taomas Henry, Sunderland Oct1 Kidson & Co, Sunder’ and 








PANKRUPTCY NOTICES. 
London Gozette.—Frivay, Aug. 18, 
RECEIVING ORDERS. 
Avspex, Grorcr Frvest, Smarden, Kent, Baptist Miz ister 
Canterbury Pct Augi2 Ord Aug 12 

Beavaont, Josernu, and Bexsamin Bravnont, Headingley, 

eds, Butchers Leeds Pet Augi4 Ord Aug l4 

Burreeriei.p, Joux, Bradford, Pork Butcher Bradford 
Pet aug 14 Ord Aug 14 

Bryz, Witiiam, Fishponds, Bristol, Baker Bristol Pet 
Augi5 Ord Aug 15 

Casrer, Saucer. Christian st, Commercial rd, Boot Manu- 
fi High Court Pet July 27 Ord Aug 14 

Charis, Srescer Witiiam Trexstir, Lambeth walk, 
Lacensed Victualler Bigh Court Pet July 26 Ord 
Aug 14 

PE, Balham, Boxmaker High Court Pet 
July 18 Ord Aug 14 

Cray. Atrrev Joux, Stoke upon Trent, China Decorator 
Stoke upon Trent Pet July v6 Ord Aug 16 

Convox, Joux, Long Eaton, Derbys Derby Pet Aug 15 
Ord Aug 15 

Dewnwsiss, Cnan.tes, New Clee, Great Grimsby 
Grimsby Pet Augi5 Ord Aug 15 


Aug 12 Ord Aug 12 
Pet July 22 Ord Aug 14 
High Court Pet Aug 16 


castle on Tyne Pet Aug 
Mitts, Atrrep, Kiog-land 
Ord Aug 16 
Mi.toy, Henry, Gravesend, 
81 Ord Aug 14 


Augl4 Ord Aug 14 


Ord Aug 15 


Pet Aug 14 Ord Aug 14 
Potuitr, Thomas Ho..anp, 


Pet Augi15 Ord Aug 15 
Rowixson, Wii11am, Scarbo 


Great Pet Augi15 Ord Aug 15 


DE BTEDINGK, Hexny, Randolph crescent, Maida Vale 26 Ord Aug 15 
High Court Pet June5 (rd Aug 14 
Fisnevex, Gronce Cueistorurr, scarborough, Tailor Pet Aug 14 Ord Aug 14 
Pet Aug 14 Ord Aug 14 


Friter, Avrrep Cuarves, Leicester, Grocer Leicester 
Pet July 28 Ord Aug 12 
Gaiov, W H. Shirley, nr Southampton, Builder Dorchester 
Pet May 3 Ord Avg 14 
Giers, Bazan Exizavetn, Bangor, Schoolmistress Bangor 
Pet Augl4 Ord Avg 14 
Guitis, Wittiam Exsxst, Honiton, Devons, Grocer Exeter 
Aug 15 Ord Avg 15 


High Court Pet July 20 
Tayior. Witttam Joun, 


Uswis, Freep, Sheffield, 


Lioyp, Jonny Vavenay, Warrington, Builder Warrington 
Masters, Witt1am Epwarp, Dalston, Builder’s Foreman | 12 


Merrick, Tuomas, Newcastle on Tyne, Schoolmaster New: | 


Oscror?, Jonyx, Nottingham, Joiner 
Owen, Joun, Hadley, Salop, Farmer Madeley Pet Aug 15 | Faruee. Lewis, Islington, Licensed Victualler 
zk, JAMES, Granby, nr Elton, Notts 


Salford Pet Aug16 Ord Aug 16 
Baynes, Tuomas, Shettield, Scissors Manufacturer Sheffield | Frosr, James, Barsham, Suffolk, Farmer Aug 26at1 Off 


Peterborough Pet Aug16 Ord Aug 16 | 
Tay.or, Henry Atryrep, South st, Finsbury sq, Solicitor | Hanis, Henny, Long acre 
Southampton Pes 4ugJ5 Ord Aug 15 


Sheffield Pet Augi5 Ord Aug 15 
Vextty, Harry, Ikiey, York, Tobacconist 


Luoyp, Evay, Splottlands, Cardiff, Saddler Cardiff Pet | Brows, Many Exizaneru, Scarborough, Lodging House 


Keeper Aug 25 at 11 Off Rec, 74, Newborough, 
Scarborough ; : 
Burarss, Harry Joun, Brighton, Sign Writer Aug 30 at 
Off Rec, 4, Pavilion bldgs, Brighton 
| Casper, Samvugt, Christian st, Commercial rd, Boot Manu- 
facturer Aug ?28at12 Bankruptcy bldgs, Carey st 
15 Ord Aug 15 | Coates, Tuomas, Hillesden, Bucke, Farmer Aug 25 at 2 
rd High Court Pet Aug 1 Swan and Castle Hotel, Buckingham 
| Dyer, Epwarp, Nottingham Aug 26 at 12 Off Ree, 4, 
Grocer Rochester Pet July | Castle pl, Park st, Nottingham ; 
| Eastwoop, Atrrep, and Freperic Jacon. Leicester, 
Nottingham Pet | Boot Manufacturers Aug 25 at 38 Off Rec, 1, Ber- 
| ridge st, Leicester 
Aug 28 at 


Ord Aug 16 


| 1l Bankruptcy bldgs, Carey st : : 
Nottingham | Firipnovse, Wreasan Joun, Leyton, Licensed Victualler 
| Aug 25at11 Bankruptcy bldgs, Carey st : 
Manley Park, nr Manchester | Fisusunn, Gronce Curisrorner, Scarborough, Tailor Aug 
25 at 3.80 Off Rec, 74, Newborough, Scarborough 


| Rec, 8, Kingst, Norwich 
rough, Builder Scarborough Granam, James, Lewisham, Builder Aug 28 at11.30 24, 
Railway app. London Bridge 


€uaw, Henpert, Leeds, Wine Merchant Leeds Pet July | Grirrin, Frep, Anstey, Leicesters Aug 28at12 O/f Rec, 


1, Berridge st, Leicester 


Eowpex, Warrer, Bradford, Coal Merchant Bradford GusweLt, MICHAEL, 8t Austell, Cornwall, Baker Aug 2; 


at12 Off Rec, Boscawen st, Truro 


Srreccatt, Eowarp Tsomas, Stemf.rd, Liacs, Bootmaker | Himmowp, Cuartes Wiiuiam, Nunbead, Builder Aug 28 


at12 Bankruptcy bidgs, Carey st 

Aug 25 at 12 Bankruptcy 
bldgs, Carey st 

Hawury, Taomas Henay, Scarborough Aug 25 at12 Of 
Rec, 74, Newborough, Scarborough i 

Homer, Tuomas, sen, and Tuomas Homer, jun, Chorley, 
Lancs, Builders Aug 29at3 16, Wood st, Bolton 

Horst, Jous. Hinckley, Boot Mavufacturer Aug 25 at 
12.30 Off Rec, 1, Berridge st, Leicester 


Ord Aug 10 
Southampton, Estate Agent 


Garden Tool Manufacturer 
Leeds Pet 


Gueseit, Micnarc, St Austell, Cornwall, Baker Truro Augi4 Ord Aug 14 , 
Pet Avgl5 Ord Aug 15 Witxixsox, Jesse J, Kingston upon Hull, Joiner | Jonzs, Exnest, Northampton, Tailor Aug 26 at 12.30 Off 
Haus, Janes Syvxev Hueegr, Bournemouth, Provision Kingston upon Huil Pet Aug1 Ord Aug 1h | Rec, County Court bldgs. Sheep st, Northampton 
Merchant Poole Pet aAug3 Ord Aug 14 Witxiyson, Joseru, Worki m, Cumberland, Bootmaker | Jones, Joun, Treharris, Collier Aug 25 at3 136, High st, 
Haztenorst, Witii1am, Roundhay, Leeds Leeds Pet Aug Cockermouth Pet Augié Ord Aug 16 | Mertbyr Tydfil 


14 Ord Aug 14 

Bitzazy, Wiriiam Frepenicx, Stoke Charity, Hants, 
Wheelwright Winchester Pet Augi4 Ord Aug 14 

Hust, Gronoz, upon Hull, Timber Merchant 

upon Hull Pet Aug’ Ord Aug 14 

Hougn, Tuomas, sen, and Tuowas Homer. jun, Chorley, 
Lancs, Builders Bolton Pet Augi5 Ord Aug 15 

Kine, James Antuvn, Paignton, Devon, Insurance Agent On 
Pt Pet Augi65 Ord Aug 15 

Kiex, oar Leeds, Hay Dealer Leeds Pet Aug 14 Ord 

1 


Kxow.ns, Gronce G, Haverstock Hil! High Court Pet 
J 11 Ord Aug 16 

Larrs, Cuanizs Grorux, Canning Town, Clothier High 
Court Pet Augil6 Ord Aug 16 


chester Pet May 29 


daAugé 


Amended notice substituted for that published in the 
London Gazette of June 13: 
Verescvu, Minox, Manchester, Import Merchant Man- 
Ord June 9 
Amended notice substituted for that published in the 
London Gazette of August 11: 
Govparp, Tuomas, Waleall, Baker Walsall Pet Aug 4 


FIRST MEETINGS. ; 
Baxter, Samuen Metcary, Kingston upon Hull, Fruit 
ae Aug 2atil Off Ree,’ 

l 


Yoventry 
Bown, Evan, Maesteg, Glam, Builder Aug 25 at 1230 | Paocwren, Henny. Eldon st, Finsbury pavement, Austioneer 
| 117, Bt Mary st, Cardiff 


Lemare, Lestiz Tuomas, Highbury quadrant Aug 30 at 11 
Bankruptcy bldgs, Carey st * : 

Lerrs, Cuaries Gvorce, Canning Town, Clothier Aug 23 
at230 Bankruptcy bidgs, Carey st 

Nornreys, Jiues Epwanp, Poole, Dorset, Grocer Aug 25 
at 12.30 Off Rec, Endless st, Salisbury 

Pansons, James, Cinderford. Glos, Engine Driver Aug 23 
at12 Off Bec, Station rd, Gloucester 

Purrvn, Jamus, Granby, nr Elton, Notts Aug 26 at 12 Of 
Rec, 4, Castle pl, Park st, Nottingham 

Peaxins, Wiii1amM BuaKesrear, Coventry, Commerciil 
Clerk Aug 28 at 11,30 Off Rec, 17, Hertford st, 





ity House ln, 


| Aug 26at12 Bankruptcy bidgs, Carey st 
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TLEY, WALTER, West euingine & park, Butcher Aug 29 

» atil Bankru: bldgs, Carey st 

RayuonD, AntHony, Tokenhouse yard, Financier Aug 25 
atll Bankruptcy bidgs, Carey st 

Raywarp, Henry Epwiy, East Grinstead, Grocer Aug 25 
at230 Parris, 65, High st, Tunbridge Wells, Kent 

Rexs, Tuomas, Treboth, Grocer Aug 29 at12 Off Ree, 31, 
Alexa: xandra rd, Swansea 

SraxLeY, Joun Wit11am, Tondu, nr Bridgend, Glam, Iron 
Founder Aug 28 at i2 117, 8t Mary st, Cardiff 

Srort, A, & Co, Newcastle on Tyne, Builders asus 
12 Off Rec, 30, Mosley st, Newcastle on Tyne 

Tx, ARTHUR CHARLES, Coventry, Plumber Aug 28 at 12 
Off Rec, 17, Hertford st, Coventry 

Vase, Harry Kus, Northwich, Cheshire, Hardware 
Dealer rept lat 10.30 Royal Hotel, Crewe 

Witxixson, Jessr J, Kingston upon Hull, Joiner Aug 25 
at 11,80. Off Ree, T’ rinity House In, Hull 

Wison. Freperic Joun, Church Garford, York, Colliery 
Surveyor Aug 25 at 11 Off Rec, 6, Bond terr, 
Waketield 


ADJUDICATIONS. 


Avsprn, Grorcr Ernest, Smarden, Kent, Farmer Canter- 
bury Pet Augi2 Ord Aug 12 

Beaumont, Josern, and Beysamin Beaumont, Headingley, 
Leeds Butchers Leeds Pet Augi4 Ord Aug 14 

BUTTERFIELD, Jous, Bradford, Pork Butcher Bradford 
Pet Augi4 Ord Aug 14 

CuarLin, SrPexcer Wiviiam Tunstie, Lambeth walk, 
Licensed Victualler High Court Pet July 23 Ord 
Au 

edi Ernest Gerorck. Hammersmith, Licensed 
Victualler High Court Pet July 18 Ord Aug 14 

Corvon, Joun, Long Katon, Derbys Derby Pet Aug 15 

id Aug 16 

Denxiss, Cuartes, New Clee, 

Grimsby Pet Augi5 OrdA 


Great Grimsby Great 





| 
| 


Amended notice substituted for that published in the 
London Gazette of August 11 : 
Hears, Cuances Denison, and Jonny Wittiam Heaps, 
ceeds, Lead Merchants Leeds Pet June 28 
Aug il 
a London Gazette.—Turspay, Aug 22. 
RECEIVING ORDERS. 
Barker, Agruur Pursiove, Folkestone, Engineer Canter- 
bury Pet Augié6 Ord Aug 16 
Bepworth, ALrreD CHARLES. Dates, Builder 
Birmingham Pet July 29 Ord Aug 17 
Bernstinz, Wo rr, Southsea, Tailor Portsmouth Pet 
Augi18 Ord Aug 18 
Curistian, Joun Bryan, Lei 
Pet Augi8 O:d Aug 18 
Ciarke, Grorce ALrrep, Walthamstow High Court Pet 
Augi7 Ord Aug 17 
Halifsx Pet 


Earnsuaw, Ho.pex, Halifax, Farmer 
19 Ord Aug 19 
osEPH, Luton, Straw Hat Manufacturer Luton 
"Pet Augil19 Ord Aug 19 
Fanoisr & Co, Great Winchester * Wine Growers High 
Court Pet July 28 Ord Aug 
Gittarp, Samvuet, eee ae. Baker Exeter Pet 
Aug 15 Ord Au 
GoarTLey, ALBERT all Arp, Thornton Heath, Builder 
Croydon Pet Aug17 Ord Aug 17 
GomERSALL, James France, Croydon, Commission Agent 
Croydon Pet Aug1i7 Ord Aug 17 
Hopcerts, J F, West. Brompton High Court Pet June7 
Ord Aug 18 
Hoimes, Witiiam Avpert, Putney, Florist Wandsworth 
Pet Aug17 Ord Aug 17 
Hooxway, Wit.1aM Henry, and Water Georce Hoox- 
WAY, Chudleigh, Devon, Millers Exeter Pet Aug 17 
Ord ‘Aug 17 
James, Anravr, Canton, Cardiff, Sailmaker Cardiff Pet 
17 Ord Aug 17 





ter, Confecti Leicest 


u 
Dutry, Henry Josnva Horxiss, Hichmond, Grocer High | a... 5B rt Carapoc, Blagnau Festiniog, Tailor Port- 


Court Pet July6 Ord Aug 1 

Exe, R, ~/——e Builder , Pet June6 Ord 
Aug 

Tae By “Tuowas, New Broad st, jPusde Agent High 
Court Pet May 26 Ord Augi 

Fisusurx, Grorck CHRIsToraE “4 , Scarborough, Tailor 
Scarborough fret Augi4 Ord Aug 14 

Fouxrarms, GzorGe Frepexicx, Birmingham, Fishing Rod 
Manufacturer Birmingham Pet July 27 Ord Aug 14 

Giess, SARAn Exvizavern, Bangor, Schoolmistress Bangor 
Pet Aug 14 Ord Aug 14 

Gopparp, ‘Tuomas, Waleall, Baker Walsall Pet Aug 4 
Ord Aug 4 

Gove, CHARLES, ow gy eamgee® Bristol, Confectioner 
Pet Aug 12 Ord aug 


GRauam, JAmEs, | ohm dag Builder Greenwich Pet Aug | 


lL Ord Aug 15 
Grauam, WALTER ~~" fcr Sunderland Pet 
June 20 Ord Aug 12 
Guiits, WititiAm Ernest, Honiton, Devon, Grover Exeter 
Pet Aug 15 Ord Aug 15 
GuyxELL, MicuakE., 8t Austell, Cornwall, Baker 
Pet Aug156 Ord Aug 15 
Haumonp, CHARLES WILLIAM Grorce Francis, Nunhead, 
Builder High Court PetJuly 24 Ord Aug 15 
Haziznurst, Wittiam, Roundhay, Leeds Leeds Pet 
Aug 14 Ord Aug 14 
Hiwtary, WittiAmM_ Frepericx, Stoke Charity, ee 
Wheelwright Winchester Pet Aug 14 Ord Aug 16 
Hist, Grorce, aa JP Hull, Timber Merchant 
Kingston upon Hull tAug3 Ord Aug 14 
Hower, Tuomas, sen, and Tuomas Homer, jun, Chorley, 
uilders Bolton Pet Augi5 Ord Aug 15 
Kina, James Arravr, Paignton, Devon, Insuranc2 Agent 
Plymouth Pet Aug165 Ord Aug 15 
Kink, James, Streatham hill, Licensed Victualler High 
Court Pet Aug 10 Ord Aug 14 
- Joun, Leeds, Hay Dealer Leeds Pet Aug 14 Ord 
ug 14 
Laopotp, Atnert Epwarp, Cecil ct, Charing Cross rd, 
nae Merchant High Court Pet June 1 Ord 
Aug 1 
Letts, Cuar.es Grorae, Santee Town, Clothier High 
Court Pet Aug15 Ord Aug 
mn Evan, Cardiff, Saddler Scardiff Pet Aug 12 
ug 12 
Masters, WiLttiam Epwarp, Dalston, Builder’s Foreman 
High Court Pet Aug16 Ord Aug 16 
Oscrort, Jonx, Nottingham, Joiner Nottingham Pet 
Aug l4 Ord Aug 14 
Perrer, James, Granby, nr Elton, Notts 
Pet Aug 14 Ord Aug l4 
Puu. aa James, Gateshead, a, Publican Newcastle 
mTyne Pet Augil Ord Aug 15 
Poeris Tt, Tuomas Horiano, Manley Park, nr Manchester 
Salford Pet Augi6 Ord Aug 16 
Raymon», AnrHony, Tokenhouse yard, Financier High 
Court Pet July 21 oy Aug 15 
Rayyets, Tuomas, Sheffield. Scissors Manufacturer Sheffield 
Pet "Aug 16. Ord Aug 15 
Regs, Jonn, Cardiff, Tea Merchant Cardiff Pet Aug 10 
Ord Aug 15 
Rowixson, WILLIAM, Reenongh, Butcher Scarborough 
Pet Aug15 Ord Aug 15 
Sowprn, Wavrer, Bradford, Coal Merchant Bradford 
Pet ‘Au 14 Ord Aug 14 
Srrvcatt, Epwarp Tien As, Stamford, Lines, Bootmaker 
Peterborough Pet Augié Ord Aug 16 
SrRerrRiy, bk ree pions, Hatter Bradford Pet 
_ July27 Ord A 
Unwiy, Frep, Sheftieid, Tool Manufacturer Sheffield Pet 


Avug16 Ord A 
Manchester Pet May 29 


Veiescu, Minox, 
rd Aug 1 

Veurry, Harry, ey York,» Tobacconist Leeds Pet 
Aug l4 Ord Aug 14 

Witxixson, Jesse J, Kingston we — Joiner Kingston 
upon Hult Pet Augl Ord A 

Wiikison, Josern, Worki 
Cockermouth Pet Aug 16 Ord Aug 16 


Ord 


Nottingham 


Bristol | 


Truro | 


| 


| 


| 
| 


| 





‘Chaberian, Bootmaker 


madoc Pet Aug 18 ” Ord Aug 18 

Low, Witu1am Pirmay, be per Wilts, Corn Dealer 
Frome Pet Augi7 Ord Aug 17 

Norman, Grorce, Saree Mon, Draper Newport, Mon 
Pet J uly 28 Ord Aug 18 

Prime, Eowanp, Colchester, yeeeaed Surgeon Colchester 
Pet Aug 18s Ord Aug 18 

Suort, Wituiam Harry, hog oa 
Walsall Pet Augi1é Ord A 

Ssxrrn, Ervsegst, Barwell, ie S Boot 

icester Pet Aug is Ord Aug 18 

Srarrorp, Hersert, Southsea, Grocer Portsmouth Pet 
Augi18 Ord Aug 18 

Tayior, ALice, a Musicseller Birmiogham 
Pet Aug18 Ord Aug 18 

Tay.ok, Jim, Chesterfield, Publican Chesterfield Pet Aug 
19 Ord Aug 19 

Waker, Sypygy Fernia, Clit. Electrical Engineer 
Cardiff Pet Augi17 Ord Aug 17 

Warote, Wiiir1am, cateshead, ~~ Dealer 
Tyne Pet Augi6 Ord Aug 14 
Amended notice substituted for that published in 

the London Gazette of July 28: 

Gomuey, Arrour Wicuiam Parrick CHaries Beresrorp 
Tuomas, Greenwich Greenwich Pet June 22 Ord 
July 25 
Amended notice substitated for that published in 

the London Gazette of Aug 18: 

Lioyp, Joux Vaucuan, Warrington, Builder Warrington 

Pet Juty 22 Ord Aug 14 


FIRST MEETINGS. 


Avuspex, Gsorcz Envyest, Smarden, Kent, Baptist 
— Sept 14at 9.30 Off Rec, 73, Castle st, Uan- 
terbu 

Barker, Artuur Purstoye, Folkestone, Engineer Sept 2 
atlt Off Reo, 73, Castiest, Canterbury 

Beavmoxt, Josern, and Brsvawin, Beaumont, Leeds, 

utchers Aug 30at12 Off Rec, 22, Park row, Leeds 

Beanstine, Wor, Southsea, Tailor Aug 29 at 3 Off 
Rec, Cambridge juaction, High st, Portsmouth 

Brapsnaw, Grorcs, Market vrayton, Cabinet Maker 
sept 1 at11.15 Royal Hotel, Crewe 

Brows, Harvey, WititiAm Henry "2 Pai.ir Browx, 
and Fraxcis Brow N, Builders 
Aug 29at12 24, Railway app, Eatien o Bal ge 

Burrerri£.p, Joun. ’ Bradford, Pork Butcher Aug 2) at 
11_ Off Res, 31, Manor row, gry 

Bys, Wix.14m, Fishponds, Baker Aug30 at 12.30 
Off Rec, saldwin st, Bristol 

Cuariiy, Srexcer WiuwiaM Tv NsTLE, Lambeth walk, 
Licensed Victualler Aug 31 ati1l Bankruptcy; bidgs, 
Carey st 

CLark, y Hed nus, Balham, Boxmaker Aug 30 at 12 
Bankruptcy bldgs, Cacey st 

Ciank, Joux, Wheatham thampstead, Hertford, Butcher Aug 
8lat3 Off Rec, 95, Temple chmbrs, Temple av 

Cianke, Grorer ALFRED, pred Aug 30 at 2.30 
Bankruptcy bldys, Carey st 

Cours, Francis Henry, Cardiff, Painter Aug 31 at 11 
117, St Mary et, Cardiff 

Corpoy, on Long Eaton, Derbys Aug30atll Off 

St Mary’s gate, Derby 

Cow ats ag New Swindon, Wilts Fitter Aug 30 at 11 

tf Ree, 46, Cricklade st, Swindo 

DE p nak Henry, Maida Vole. " sept 1 atl2 Bank- 
ruptey bldgs, Carey st 

Gopparv, Tuomas, Walsall, Baker Aug 30 at 11.80 Off 
Reo, Walsall 


Gove, CuArces, Bristol, Confectioner Aug 90 at 12 Off 
Reo, Baldwin st, 


° saat Manufacturer 


Newcastle on 


Bristol 
HAz.enurst, ey Roundhay, Leeds Aug 30 at 11 
Off Reo, 22, k row, Leeds 
Hestineron, WittiamM Henry, Aston i. hee. 
Slater Aug 30at11 174, Corporation 
Hiuvary, bad rae Farpericx, Stoke Chacity, ~ 
Wheelwright Sept 1 at 3.15 Off Ree, 172, High st, 


Hirst, Groner, Kingston Hull, Timber Merchant 
Aug 29 atll Off Reo, Truity House ln, Hull 


Manufacturer \ 





JAMES, Spenes Wittiau, West Bromwich, Schoolmaster 
at 12.1 are J Court, West Bromwich 


ham, Carpenter Aug 38! at 12 
174, Corporation st, birmingham 
Kirk, Jonx, Leeds, Hay Dealer Aug 29 at 12 Off Rec, 
Park row, Leeds 
Cardiff, Saddler Aug 30 at 12 


Luioyp, Evan, 
117, St Mary st, Cardiff 

Luoyp, yom AC Me tay og ‘Builder Sept 1 at 
12,30 urt House, Palmyra sq, Warrington 

Low, hee Pitman, Warminster, Wilts, Corn Dealer 

Aug30 at Off Rec, Baldwin st, Bristol 

Maa Ricuarp Joun Curxcu, Senior, Builder Aug 
29 at 11.30 24, Railway app, on Bridge 

Merrick, Tuomas, Newcastle on Schoolmaster Aug 
80 at 12 Off Rec, 30, gy ewcastle on Tyne 

Mitton, Henry, Gravesend, Grocer Sept at 11.30 115, 


Nev — James, Birmingham, Tailor Aug 3) at 12 
4, Corporation st, Birmiogham 

No ok wames Henry, Hollington, Sussex, Bricklayer 

Aug 29 at 2.45 County Court Office, 24, ‘24, Cambridge rd, 


oO ny Hadley, Salop, F Sept 4 at 11 Off 
WEN — armer at 1130 
8t John’s hill, Shrewsbury 

Parker, y eben Fraycis, Emley. nr Wakefield, Black 
smith Aug 29 at 11 Off Rec, 6 Bond ter, Watelield 

Pennitn, Auicia Fanny, West Kirby, Cheshire Aug 3) at 
12 Off Rec, 35, Victoria st, Liv verpool 

Perry, Josera Marky, os Bailey Aug 31 at 11 Buink- 
ruptcy bldgs, Carey 

Po.utr, THomas ll Manley Park, nr Manchester 
Aug 30 at 2.30 Off Rec. Byrom st, At 

Paice, Seceserr Cant, Birmingham, Commercial 
Traveller Sept 1 at 11 174, Corporation st, by 

Roserts, Tuomas, Glynogwr, Glam, Licensed 
Aug 31 at 1230 117, St Mary st, Cardiff 

ScuLvarp, agg John st, Bedford row, Licensed 
Victualler Aug 30 atl eg | bldgs, Carey s: 

Suarp, Rosert, Dalston, Pianoforte Dealer Aug 31 at 1 
Bankruptcy bldgs, Carey st 

Sipwett, Georer, Burton on Trent, Insurance Agent 
Aug 30 at 11.30 Off Rec, 40, Ss Many"s pean Derby 

Sowprn, Wa.ter, Bradford, Coal Merchant Aug 30 at 11 
Off Kec. 31, Manor row, Bradfo: 

Srarrorp, res Southsea, Grocer ane 29 at 3.30 Off 

Cambridge junc, ba st, Portamo: 

Tayicr, Tuomas, West Bromwich, Geocer Sept 4 at 12 
County Court, West Bromwich 

Tay.or, Wituias Jony, Sou ton, Estate Agent Aug 
29 at 12 Off Rec, 172, High st, Southampton 

Topp. Ropeat, Birminghim, ——— Merchant Aug 3i 
at1l_ 174, Co t, Birmingham 

Verity, Harry, ey, York, Tobacconist Aug 29 at 11 
Off Rec, 22, Park row, Leeds 

Vipat, BEATRICE Curistixa, Cambridge ter, Hyde Park 
Aug 29 at 12 ptcy bldgs, Carey s: 

Wat -—" Husesrr, Old Jewry cae, Solicitor Aug 30at 
1z Bankruptcy bldgs, Carey st 

Westa. “ Frayk Lanpesr, Little Briogton, eeegen 
Aug 30at11 Bankruptcy b) nase Carey st 

Wictiams, Watkix, 8t Mary Hill, Glam, Farmer Aug 3) 
at 12,30 117, 8t Mary st, Cardiff 


ADJUDICATIONS. 


Barker, Agsraur Pvrsiove, Folkestone, Engineer Canter- 
bury Pet Augi6é Ord Aug 16 
Beeca, peeaeaee, Aintree, Builder Liverpool Pet July 12 


Ord Aug 17 
Portsmouth Pet 


Berystins, Woxr, Southsea, Tailor 
Augi8 Ord Aug 18 

BLacksuRn, JAMES Epwarp, ya Woolstapler Brad- 
ford Pet July 28 Ord Aug 18 

Boxtanp, Freperick ARCHIBALD, aman, Poulterer, &o 

Court Pet July13 Ord Aug 18 

C.iaRkE, Groacr ALF a Walthamstow High Court Pet 
Augl7 Ord A — Se 

Coates, Tuomas, — Bucks, Farmer Banbury Pet 
July 27 Ord Aug 17 

ay Howpes, Halifax, Farmer Halifax Pet Aug 19 

r 
Faw, agian A ey Upper Clapton, Commercial 
veller h Court Pet July 3 POrd Aug 19 

Fisiprouse, Wiiuam Jousx, Leyton High Court Pet 
July 31 Ord ange 

Gittarp, Samvet, iton, Devon, Baker Exeter Pet 
Aug 15 Ord Aug 17 

GomersA.t, James France, Croydon, Commission Agent 
Croydon Pet Augi7 Ord Aug 17 

Hesuiverex, Wituiam Hesry, Aston juxta Birming’ 
Slater Bi Pet July 26 Ord A 18 

Houmas, Wituiam Au ae, Pautaey, Florist We 
Pet Aug17 Ord Aug 

Hooxway, WItiiam _ = and Warten Groror 
Hooxway, me Devons, Millers Kxeter 
Aug 17 

Hure — hel CHARLES ies RkD, Winchester, Builder Win- 
chester Pet Aug1 Ord Aug 17 

JAmMxs, ae ey Cardiff, Sailmaker Cardiff Pet 
A 


ug 1 ug 18 

Locxerr, Wituram, Pendlebury, Lancs, Builder Salford 
Pet July 25 Ord Aug 17 

Lows, Wiiu1aM Prruax, Warminster, Wilts, Corn Dealer 
Frome Pet Augi7 Ord Aug 17 

Marrasie, Ricwarp Joan Curve ~ Bromiley, Builder 
Croydon Pet Aug 10 Ord Aug 15 

Merrick, Tuomas, Newcastle on 
Newcastle on Tyne Pet Aug 15 Ord Aug 16 

iinss, foveee, Kingsland rd High Court Pet Aug 1 


McGowan >, Hoven, Australian av, Merchant High 
Court PetAug3 Ord Aug 19 

Maruer, Arruvr, a. Accountant Bradford Pet 
July 4 Ord Aug 

net, 2m SS ¢ — Grocer Rochester Pet July 
31 


ug 18 

Noaxrs, Jawes Hexay, St Leonards on Sea, Bricklayer 
Hastin Pet Aug 5 ey ~ 

Poole, Dorset, Grocer Poole 


Norreys, , as Epwaap, I 
Pet July 3 Ord Aug 17 
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Norman, Georce, Pontypool, Draper Newport, Mon 
Pet July 28 Ord Aug 18 


ae. argy Georce, Harrow rd High Court Pet 


23 Ord Aug 17 
Price, Szczesear Cuan, Le my ar Commercial 
veller Birming! Pet July6 Ord Aug 19 


Prime, Epwarp, i Sat tae Surgeon Colchester 
Pet Aug 18 Ord Aug 
Ricnarpsonx, Emma Sora. Huddersfield Huddersfield 
July 21 Ord Aug 
Roserts. Leonarp ow dll Leadenhall st, Managing 
Director h Court Pet July4 Ord Aug 17 
Suarp, Rosert, Dalston, Pianoforte Dealer High Court 
July 17 Ord Aug 17 
Swit, Exnest. Barwell, Leicester, Boot Manufacturer 
Leicester Pet Augi8 Ord Augi8 
Surrn, Rosert Percy, and Wittiam Horace Wricst, 
g st, Cheapside, Tailors High Court Pet July 1 
Ord Aug 
Srarrorp, Herserr, Sion, Grocer Portsmouth Pet 
Augis Ord Aug 
Srepnex, Joun ecerecer, and iy eoe Epu1n, Leicester 
r Pet March 29 Ord Aug 
Taytor, Jim, Chesterfield, Publican “Shesterfield Pet Aug 
19 Ord 4ug 19 
Wacktr, Sypxvey Ferris, Cardiff, Electrical Engineer 
Cardiff ——— enc 7 





Al letters intended for publication in t'e 
** Solicitors’ Journal” must be authenticcted 
by the name of the writer. 








R. CUTHBERT ‘SPURLING, M.A., 
pei hg First Class Honours, late Scholar 
or of the 11th Edition of “‘ Smith’s 
Common Law,” continues to PREPARE for 
—~. 


nal of C 
i Bar and all University Law Examinatio 
Bar Examination, May, 1899—15 sent up, 14 passed. 
C.L. 4~ a ra Oxford. 


on, 
June, 1899—A pupil gained the B 
Address, 11, New-court, 





RS. INDERMAUR & THWAITES 
(Editors of the‘ Law oy ged Journal,” &c., &c.), 
London. continue to read with 
and t Privately and through the Post 
Final and Intermediate I peng ee ooo 
Particulars personally or etter. 
‘ore.—Pupils have the use of a set of rooms and the 
at 22, Chancery-lane, for study during the day. 
Last Juxe Fixau.—Every member of 2 classes (26) che 
had read from 3 to 6 months passed. Out of 15 sent in for 
Honours 10 were in the Honours Ifst, including 2 Prizemen. 


AW.—Wanted, in City Solicitor’s Office, 
on or about October ist next, a thoroughly com- 
petent Clerk, able to conduct work ‘without supervision ; 
admitted man preferred.— Write, naming salary required 
and particulars of experience, to A. tno of Antuma’e 
Advertising Agency, 14, Cockspur-street, London, 








oo SOLICITOR, desirous of learn- 
the Practice, requires a Clerkship at small salary. 
ame, X., c/o Boxicrrors’ JovrwaL, 27, Chancery- 





SOLICITORS WITH CAPITAL.—A 

Solicitor, in a business, about to remove 

to larger centre, is prepared to dispose of his Practice at an 

early date only treated with. — Address A., 
care of T. 8. Esq., 4, Bedford-row, London. 





NEXPENSIVE SCHOOL for SONS of 
GENTLEMEN.—Nearly 600 have already been edu- 
cated ; thirty vicar at ort en, graduate 
een &c.; healthy village. Laie Wen Heapx ens 
Schorne College, near near Winslow. 


—: 


a rvs BM: F te GOLBY, ALI aez., |" 
it (late P 
Chancery-lane, London, W.C. Letters Patent ob- 

and effected in all parts of the 
World. ducted. Opinions end Searches 





BY SPECIAL APPOINTMENT. 


To Her tate the Lord Chancellor, the Whole of the 
Judicial Bench, Corporntion of Landen, &. 


BOBES FOR QUEEN'S COUNSEL AND BARRISTERS. 
SOLICITORS’ GOWNS. 


Law and Gowns for emma Town 
“ae ae and Olerke of the P 


Corporation Robes University and ihe Gowns. 
RETAEIAEEED 1680. 


4, CHANCERY , LANE, LONDON. 








TREATMENT OF INEBRIETY. 


DALRYMPLE HOME, 


RICKMANSWORTH, HERTS. 
For Gentlemen, under the Act and privately. 
For Terms, &c., apply to 
RB. WELSH BRANTHWAITE, 
Medical Superintendent. 


TREATMENT of INEBRIETY and ABUSE of DRUGS. 


HIGH SHOT HOUSE, 
8T. MARGARET'S, TWICKENHAM, 


For Bee under the ag and eaty. Fay 
4 Guineas. Billiards, Tennis, Wor! op, 
Apply to Resident Medical Superintendent, 
A. E. NEALE, M.B., B.8. 








INEBRIETY. 


MELBOURNE HOUSE, LEICESTER. 
PRIVATE HOME FOR LADIES. 


Medical Attendant: J. a ag NEALE, M.B., 
M.B.C.P. Lond. Principal : H. RILEY, Assoc. Soc 


Study of Inebriety.. Thirty A%, Experience. Excellent 
Lem ond cal References. For terms and particulars 
epvly Miss MILEY. or the Principal. 





INEBRIETY. 


PROSPECT HILL RETREAT 
(FOR LADIES), 
STRETFORD, near MANCHESTER. 
Licensed under the Inebriates Act. 

Terms: 13 To 8 Guineas PER Week. 

Applications to Taz LicenseEE. 


_ INEBRIETY. 
PRIVATE HOME FOR LADIES. 


Dr. J. M. HOBSON can receive a few Ladies under his | 
personal care. Home life, 
genial work and recreation. 

Address : 


Glendalough, Morland Road, Croydon. 





ESTABLISHED 18651. 


BIRKBECK BANK, 


Southampton-buildings, Chancery-lane, London, W.C. 





INVESTED FUNDS - = « £10,009,000. 
Number of Accounts, 85,09 . 


TWO-AND-A-HALF per CENT. INTEREST allowed 


on Yea ble on demand. 
per CENT. on CURRENT ACCOUNTS, on the | 


minima month balances, when ek ah £100. | 
SHARES, and a | 


sold jp customers. 


SAVINGS DEPARTMENT. 


a Deposits received, andInterest allowed monthly on | | Bvery req 


leted £1. 
ECK ALMANACK, with particulars, post | 


Ig aed RAVENSCEOFT, Manager. 


Telephone No. 5, Ho 
Telegrapnc Address: 


PATENTS —_ oe TRADE-MARES, 


W: P, THOMPSON & CO,; 
322, High Holborn, W.C. 


(and at Livusgroot, Mancugsrenr, and Bismincuax), 


othe B 


“ | BIRKBBce, Loxpox.” 





LONDON and INTERNATIONAL AGENTS of Pro-| 


vinelal and Foreign SOLICITORS in 
PATENT matters. 





with every facility for con- 





17%18 PICCADILLY 


piA 


RIENT COMPANY’S PLEASURE 


CRUISES 
By their Steamship 
LUSITANIA, 3,912 tons register, 4,000 h.p., 


| For SOUTH OF SPAIN, SICILY, GREECH, CON. 


STANTINOPLE, MALTA, ALGIERS, &c., 


| Leav:ng London 21st September, arriving back 30th October 


High-class Cuisine, String Band, &c. 


Managers : F. Green & Oo. ; Anderson, Anderson, & Co, 
Head Offices: Fenchurch-avenue. 


For particulars apply to the latter firm at 5, Fenchurch- 
avenue, London, E.C.; or to West-End Branch Office, 16, 
Cockspur-street, 8.W. E 


HCENIX FIRE OFFICE, 19, LOMBARD. 
STREET, and 57, Cuanina-cn088, LONDOMs rd 
Established 1782. ‘2 
Lowest Current Rates. 
Liberal and Prompt Settlements. 
Assured free of all Liability. 
Electric Lighting Rules supplied. 
Francis B. Macpona.p, Secretary. 
S U N LAW COURTS BRANCH: ; 
40, CHANCERY LANE, W.C, ~ 
A. W. COUSINS, District Manager. ; 
SUM INSUBED IN 1898 EXCEEDS £430,000,000. 4 








INSURANCE OFFICE, 
Founded 1710. 





‘FLLEXANDER & SHEPHEARD, 


PRINTERS, 
LAW and PARLIAMENTARY. 


| PagtramEenTary Bitis, Mixutes or Evipence, Booxs or 


RereRzEnceE, STATEMENTS OF CLAim, Answers, &c., &c. 


BOOKS, PAMPHLETS, MAGAZINES, 


NEWSPAPERS, 


And all General and Commercial Work. 


Every description of Printing. 


| Printers of THE SOLICITORS’ JOURNAL 
| aD 


d WEEKLY REPORTER. — 
27, CHANCERY LANE, LONDON, W.C. 


|THE COMPANIES ACTS, 1862 TO 1898. 


BY Site. AUTHORITY. 


uisite under the above Acts supplied on the 
shortest notice. 








Solicitors’ Account Books. 


RICHARD FLINT & CO, 


Stationers, Printers, Engravers, Registration Agents, 
FLEET-STREET, LONDON, E.O. (corner 
of Serjeants’-inn). 
Annual and other Returns s Stamped and Filed. 


Valuations: 


YOR THE 
# LEGAL ¢# 
PROFESSION,. 


PROBATE, &c, 


PROMPTITUDE, 
LOW OMARQES. 





MONDS, PEAR, 


COLD JEWELLERY, 











i Re eee 


